FLOODS

6.0375     HYDROLOGIC    STUDIES    OF   SMALL   RURAL

TEXAS WATERSHEDS,

W.H. C01NES

6.0376     EFFECTS   OF   URBANIZATION   ON   FLOODS   IN
THE HOUSTON, TEXAS METROPOLITAN AREA,

S.L. JOHNSON

6.0377     URBAN HYDROLOGY STUDY - SAN ANTONIO,

TEXAS,

UNKNOWN

6.0382    URBAN HYDROLOGY STUDY. DALLAS, TEXAS,

G.R. DEMPSTER

6.0383     URBAN HYDROLOGY STUDY - FORT WORTH,

TEXAS,

fl.fi. HAMPTON

6.0384     URBAN HYDROLOGY STUDY - DALLAS COUN-
TY, TEXAS,

B.C. MASSEY

6.0386    URBAN HYDROLOGY STUDY - HOUSTON, TEX-
AS,

S.L. JOHNSON

6.0389    URBAN   HYDROLOGY STUDY,  SAN  ANTONIO,
TEXAS,

R.D. STEGER

6.0392    MAGNITUDE AND FREQUENCY OF FLOODS IN

UTAH,

I'.K. FIELDS

6.0394    TECHNIQUES OF FLOOD-PLAIN MAPPING FOR
LAND-USE MANAGEMENT OF FLOOD PLAINS,

UNKNOWN

6.0395     SEDIMENT      MOVEMENT      AND     HILLSLOPE
MORPHOLOGY IN THE CENTRAL APPALACHIAN RE-
GION - VIRGINIA.

UNKNOWN

6.0400     URBAN HYDROLOGY OF STREAMS IN FAIRFAX
COUNTY,

P,L. SOULE

6.0401     URBAN FLOOD HYDROLOGY OF STREAMS IN
FAIRFAX COUNTY, VIRGINIA,

r.p. KAPINOS

6.0403    FLOOD   PROFILES   AND   INUNDATED   AREAS
ALONG THE LOWER NISQUALLY RIVER, WASHING-
TON,

J.E. CUMMANS

6.0404    FLOOD   PROFILES   AND   INUNDATED   AREAS
ALONG THE SKOKOM1SH RIVER, WASHINGTON,

J.E. CUMMANS

6.0407    REGIONAL FLOOD-FREQUENCY STUDY (PHASE
ID,

AC. CONGER

6.0408     HYDROLOGIC  EFFECTS OF A  SMALL  RESER-
VOIR ON THE WATER SYSTEM OF NEDERLO CREEK,
WISCONSIN,

P.A. KAMMERER

6.0409     FLOOD INUNDATION STUDY, WISCONSIN.

J.O. SHERMAN

6.0414    FLOOD INVESTIGATIONS IN WYOMING,

H.W. LOWHAM

6.0415    STUDY OF FLOOD HYDROGRAPHS FOR SMALL
DRAINAGE BASINS IN WYOMING,

UNKNOWN

PERFORMING ORGANIZE

U.S. EXEC. OFFICE OF THE PRES.
OFF. OF EMERGENCY PREPAREDNESS

6.0002 THE FEDERAL RESPONSE TO TROPICAL SI
AGNES; A REPORT TO THE SENATE COMMUTE
PUBLIC WORKS, SUBCOMMITTEE ON DISASTEF
LIEF,

UNKh

U.S. TENNESSEE VALLEY AUTH.
6,0368    BEECH RIVER WATERSHED PROJECT - TEN

SEE,

C.H. S/i

U.S. TENNESSEE VALLEY AUTH.
DIV. OF WATER CONT. PLAN.

6.0367   DEVELOPMENT      OF      WATER      RESOU
MANAGEMENT METHODS - TENNESSEE,

E.H. LESE

U.S. WATER RESOURCES COUNCIL

6.0223    STANDARDS    FOR    PLANNING    WATER   t
LAND RESOURCES,

UNKNO

6.0224    A  UNIFORM  TECHNIQUE   FOR  DETERMINI
FLOOD FLOW FREQUENCIES,

UNKNO

6.0225    FLOOD    HAZARD    EVALUATION   GUlDELtt
FOR FEDERAL EXECUTIVE AGENCIES,

6.0226    REGULATION OF FLOOD HAZARD AREAS
REDUCE FLOOD LOSSES - VOLUME I. PARTS I-IV,

UNKNO\

6.0227    NEW  ENGLAND RIVER  BASINS COMMISSIC
ANNUAL REPORT, FISCAL YEAR 1971,

6.0228    OHIO RIVER BASIN SURVEY, MAIN REPORT
DEVELOPMENT PROGRAM, COMMUNICATION FRC
CHAIRMAN, U. S, WATER RESOURCES COUNCIL (A
BREV),

UNKNOU

6.0229    FLOOD   HAZARD   EVALUATION   GUIDELIN1

FOR FEDERAL EXECUTIVE AGENCIES,

UNKNOH

UNION COUNTY PLANNING BOARD

6.0127    PRELIMINARY STORM DRAINAGE AND FLOO

CONTROL PLAN - UNION COUNTY, N.J.,

E.T. KILLAi

UNIV. OF ALABAMA
NATURAL RESOURCES CENTER

6.0(62 LAND-USE REGULATIONS IN FLOOD-PRON1
AREAS - A SUMMARY OF THE WISCONSIN STUD^
AND AN ANALYSIS OF ALABAMA LAND-USE LAW,

H. COHEt

n-26            UNKNOWN
